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THIS IS UNEVALUATED INFORMATION 
25X1 


1 0 According to orders from the Soviet railroad station headquarters 
effective 1 August 1950 &1 replacement locomotives must be kept 
under steam „ * 

2„ In compliance with the order providing for the deactivation of the 
locomotive columns stationed outside Frankfurt/Oder (0 53/Y &3)» 
the locomotive columns in Pankov (N 53/^ 3 5) snd Pasewalk (k 54/ 

Q 16) were deactivated on 1 August 1950° ** 

o storage facilities for 150 locomotives of the deactivated columns 
are being prepared in Frankfurt/Oder „ The columns now stationed 
at the passenger railroad station are to be transferred to the 
freight yard 0 *** 


25X1A 


25X1 A 
25X1 A 


25X1A 


.£affl£0£aL° Measures to effect an Increased st ate of 25X1A 
preparedness were previously reported. I , J ine loco- 

motives mentioned may be the reserve locomotives of locomotive 
columns Ho 2, 5 and 5 , which are stationed xn Frankfurt/0dar o 
;nt., Confirms the deactivation, of Column Ho 3 in 
and No 6 in Pasewalk. I ~ \ _ , 

1 Com ment. o The preparation of storage faculties for loco- 
mot ivesand the changes within the various railroad stations of 
Frankfurt/Oder, such as the marshaling yard, the freight yard 
and the passenger st ation, are due to the reorgani zation of the 
locomotive columns. 


25X1A 


C 0 S J°°“ ! 3 heret, y graded to 
lattef A « m aocordanc ® with the 
' r ® r . 0f J® October 1978 from the 
D, rector of Central Intelligence to the 
Archivist of the United States. 
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